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SUBJaCT: System Environmental Tests 
TO: Contracting Officer 


Reference yur letter UPS-2516 dated 20 August 1958 which 
approved the contractor's proposal for unit and system environ- 
mental tests and flight tests of System 4 for Customer No. 3. 
- It is requested that the contractor be authorized under Contract 
No. to perform the system environmental test on Serial No, 
25X1A 106 and 107, as proposed in his letter dated 16 June 1958, CCC 
Doc. No, 151X5.1147. 
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